WHAT ARE THE 
DIFFERENT TYPES 
OF COVID-19 
TEST? 


¢ Antigen Test 
e RT —- PCR Test 
¢ Saliva Test 


¢ Nucleic Acid Amplification 
Tests 


By examining samples from your mouth or nose, viral tests seek for a 
current infection with SARS-CoV-2, the virus that causes COVID-19. 
Nucleic acid amplification tests (NAATs) and antigen testing are the 
two primary categories of viral tests. One test type may be advised 
over another depending on the situation. The FDA's guidelines should 


be followed for all tests. 


The majority of NAATs, including PCR-based 
tests, are conducted in a laboratory. 
Whether a person has symptoms or not, they 
are often the most trustworthy tests. The 
genetic material from viruses is detected by 
these tests, and it may remain in your body 
for up to 90 days following a positive test 


result. As a result, if you tested positive 


within the previous 90 days, you should not 
use an NAAT. 


Results from antigen tests* are available in 15-30 minutes. Particularly 
for those who do not exhibit symptoms, they are less trustworthy than 
NAATs. An infection cannot be ruled out by a single, negative antigen 
test result. A negative antigen test should be repeated at least 48 
hours later for the best chance of detecting infection (known as serial 


testing). 


A follow-up NAAT may occasionally 
be advised to validate an antigen 
test result. Antigen tests that can be 
taken anywhere without having to go 
to a designated testing location are 
typically self-tests or at-home tests. 


Observe the manufacturer's and the 


FDA's instructions, including any 
guidance on the potential frequency 
of testing. You are less likely to be 
infected with the virus that causes 


COVID-19 if multiple tests come out 


negative. 


Covid Saliva test — Tests involving, the saliva are self—administered, 
which means that after being told how to conduct the test, you will 
carry it out on your own. To complete the test, you will spit into a 
funnel that is connected to a tube several times and then screw ona 


cap. 


Contact Malibu Canyon center for covid saliva test. 
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